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VICTORIA INTERNATIONAL AIRPORT, CANADA 
DRAWING NO. REV. A 
D2592 SHEET 1 OF 1 
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MANUFACTURED FROM: 
CROSBY SERIES G—400 SIZE #2 
P/N 1090483 — BLANK AND UNGALVANIZED 


SCRIBE: DART P/N D2592 
FINISH: ZINC PLATE 
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